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PICTURESQUE    NEW    ENGLAND 

NEW  ENGLAND,  that  many-sided  section  of  our  great  country,  has  no  more  interesting  phase  than 
its  historic  one.  The  list  of  places,  buildings,  and  sites  that  have  figured  in  early  history  contained 
in  this  brochure,  complete  as  it  may  seem,  represents  but  a  tithe  of  the  number  that  could  be  collected 
in   this  way. 

There  is  scarcely  a  city,  town,  or  hamlet  in  New  England  that  does  not  possess  some  building  of  historic 
interest,  be  it  only  the  former  abiding-place  of  some  great  American. 

Cities  like  Boston,  Salem,  Newburvport,  Haverhill,  and  Portsmouth,  and  towns  like  Concord,  Lexington, 
Marblehead,  Ipswich,  and  Danvers,  have  many  of  these  historic  shrines.  Thousands  of  patriotic  Americans 
come  from  all  over  the  country  to  see  Eaneuil  Hall,  the  Old  State  House,  and  the  Old  South  Meeting  House  in 
Boston;  the  scenes  of  the  first  conflict  in  behalf  of  American  liberty  in  Concord  and  Lexington;  the  birthplace 
of  Longfellow  in  Portland  ;  the  house  of  seven  gables  and  the  scene  of  the  witchcraft  trials  in  Salem  ;  the  Way- 
side Lin  in  Sudbury;  the  Whittier  homes  in  Haverhill  and  Amesburv;  the  humble  house  in  Amherst,  N.  H., 
in  which  the  great  Horace  Greeley  was  born;  the  Rebecca  Nourse  house  in  Danvers,  Mass.,  and  the  many 
other  historic  buildings  and  landmarks  with  which  New  England  is  so  plenteously  endowed.  In  no  part  of  the 
New  World  can  one  find  such  diversified  and  inspiring  relics  of  the  past. 

And  what  a  wonderful  natural  setting  most  of  these  historic  shrines  have  !  Nowhere  are  there  such 
attractive  cities,  such  well-ordered  towns,  such  charming  villages.  Towns  like  Lancaster  and  Hadley,  Mass., 
with  their  glorious  elms,  have  no  exact  counterpart  on  the  continent.  In  the  architecture  of  churches,  colleges, 
and  public  buildings,  too,  there  is  much  to  admire.  Splendid  highways,  extensive  natural  parks,  glorious  lakes 
and   rivers,  and  glimpses  of  seashore  and   beautified   railroad  station   grounds  everywhere  abound. 

Truly,  the  historic  and  the  picturesque  blend  most  delightfully  in  New  England. 
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CONCORD  BRIDGE,  BRITISH 
MONUMENT   IN   DISTANCE 


Reached  via  Fitchhurg  and  Southern  Divisions^  Boston  and  Maine  R.  R. 


Reached  via  Fitchburg  and  Southern  Divisions^  Boston  and  Maine  R.  R. 
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HAWTHORNE'S   "THE  OLD 
MANSE  " 

Concord,  Massachusetts 
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Reached  via  Fitchburg  and  Southern  Divisions^  Boston  and  Maine  R.  R. 


NORTH   BRIDGE 


Concord,  Massachusetts 


Reached  via  Fitchhurg  and  Southern  Divisions^  Boston  and  Maine  R.  R. 
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A  TABLET  COMMEMORATIVE  OF 
THE  MINUTE  MEN 


Reached  via  Southern  Division^  Boston  and  Ala'ine  R.  R. 


Reached  via  Southern  Division,  Boston  and  Maine  R.  R. 
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THE   "CRADOCK   HOUSE' 

Built  1634 

Medford,  Massachusetts 


Reached  via  I  Vest  em  Division,  Boston  and  Maine  R.  R. 
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THE   "WAYSIDE   INN' 


Sudbury,  Massachusetts 


Reached  from  South  Sndhury,  on  Southern  Division^  Boston  and  Alaine  R.  R. 
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DANFORTH'S  FALLS 


Near  Hudson,  Massachusetts 


Reached  via  Fitchburg  and  Southern  Divisions,  Boston  and  Mame  R.  R. 
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THE  "MARY  WALKER  HOUSE" 

THE  "HOME  OF  MARY  HAD  A 

LITTLE   LAMB."     Built  18O6 

Steuling,  Massachusetts 


Reached  via  Southern  and  Worcester^  Nashua^  and  Portland  Divisions,  Boston  and  Maine  R.  R. 
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Located  on  WorceHcr,  Nashua^  and  Portland  Division,  Boston  and  Maine  R.  R. 
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THE  OLD   BRIDGE' 


Lancaster,  Massachusetts 


Located  on  If'orccster,  Nashua^  and  Portland  Division^  Boston  and  Maine  R.  R. 


mj  P 


^^  ^ 


(^ 


^ 


^  Gr— 


-.A^ ^ta- 


^^^^^V— i^-^^^^T^ 


Located  on  1Vorccita\  Nashua,  and  Portland  Division,  Boston  and  Maine  R.  R. 


IN   THE  GROUNDS   OF   MOUNT 
HOLYOKE   SEMINARY 

South    Hadllv,  Massachusetts 


Reached  from  Holyoke  on  Conn,  and  Pass.  Division.,  Boston  and  AJaine  R.  R. 
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THE   "BALDWIN   HOUSE" 

South  Deerfield,  Massachusetts 


Located  on  Conn,  and  Pass.  Division.,  Boston  and  Alaine  R.  R. 


Located  on  Conn,  and  Pass.  Division.,  Boston  and  Alaine  R.  R. 


HAYING   TIME 

Greenfield,  Massachusetts 


Located  on  Fhchhurg  and  Conn,  and  Pass.  Divisions,  Boston  and  Maine  R.  R. 
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THE    "HAYSTACK"    MONUMENT 

BIRTHPLACE  OF   AMERICAN 

FOREIGN   MISSIONS 

WiLLiAMSTOwN,  Massachusetts 


Reached  via  Fiubl/urg  Division^  Boston  and  Alaine  R.  R. 
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THE   REAPER 


A  View  in   Schachticoke,  New  York 


On  the  line  of  the  Fitchhurg  Division,  Boston  and  Maine  R.  R. 
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THE   "PIERCE   HOUSE" 
("THE  GARRISON") 

Built  1636 

Newbury,  Massachusetts 


Reached  via  Eastern  Division,  Boston  and  Maine  R.  R. 
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THE   "COFFIN   HOUSE" 


Built  1652 


Newbury,   Massachusetts 


ReaLbed  via  Eastern  Division^  Boston  and  Maine  R.  R. 
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THE   FAMOUS   CHAIN   BRIDGE 


Newburyport,  Massachusetts 
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Located  on  Eastern  Division,  Boston  and  Maine  R.  R. 
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THE  OCEAN   DRIVE 

Rye,  New  Hampshire 


Reached  from  Portsmouth^  N.  //.,  on  Eastern  Division^  Boston  and  Alaine  R.  R. 


THE  OLD   "WENTWORTH 
MANSION" 

Newcastle,  New  Hampshire 


Reached  from  Portsmouth^  \.  //.,  on  Eaitern  Division,  Boston  and  Maine  R.  R. 


AN   ABANDONED   FARM,   MOUNT 
CHOCORUA   IN   DISTANCE 

Tamworth,  New  Hampshire 


Stage  from  IF  est  Ossipce,  on  Comvay  Branchy  Eastern  Division,  Boston  and  Maine  R.  R. 
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"THE  WIZARD   TREE" 
CATHEDRAL   WOODS 

Intervale,  New  Hampshire 


On  Conway  Branchy  Eastern  Division,  Boston  and  Alaine  R.  R. 


Located  on  Conway  Branchy  Eastern  Division^  Boston  and  Maine  R.  R. 
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THE  ORIGINAL    "WILLEY  HOUSE  " 

Burned   Saturday,  September  23,  1899 

Crawford  Notch,  New  Hampshire 


Reached  via  Intervale  or  Plymouth^  Boston  and  Ala'ine  R.  R. 


THE   "TIP-TOP   HOUSE" 


,         Mount  Washington,  New  Hampshire 


Reached  from  Fabyan  or  Bretton  IVoods^on  JVhite  Mountains  Division^  Boston  and  Maine  R.  R. 
Connection  at  Base  Station  with  Mount  JFashington  Railway 
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BIRTHPLACE   OF  HORACE 
GREELEY 

Amherst,  New  Hampshire 
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Located  on  Alanchester  and  Alilford  Branchy  Southern  Division^  Boston  and  Alaine  R.  R. 


Located  on  the  Concord  Division,  Boston  and  Alaine  R.  R. 


A   PART  OF   THE   "CORBIN 
ESTATE" 

Newport,  New  Hampshire 


Locate//  on  Clarcmont  Branch,  Concord  Division,  Boston  and  .Maine  R.  R. 
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POLLARD'S   MILL 


Newport,  New  Hampshire 


Located  on  Clanmont  Branch,  Concord  Division,  Boston  and  A/aine  R.  R. 


Reached  via  Fitihbiirg,  U  orcester^  Nashua^  and  Portland^  and  Conn,  and  Pass.  Divisions.,  Boston  and  Maine  R.  R. 
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A   STREET   SCENE   IN 
CHARLESTOWN 

New  Hampshire 


Located  on  Conn,  and  Pass.  Division.,  Boston  and  Maine  R.  R. 
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"THE  VILLAGE  BLACKSMITH" 


A  Typical  Scene  in  New  Hampshire 


Towns  and  cities  in  New  Hampshire  easily  reached  from  all  points  via  Boston  and  Alaine  R.  R. 
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A   FARMHOUSE   ON   THE 
CONNECTICUT   RIVER 


On  the  line  of  the  Conn,  and  Pass.  Division.,  Boston  and  Maine  R.  R. 
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